OF SOUTH CAROLINA

indentations and to any other collection of water within the property
lines of the impounding area in which mosquitoes are breeding, or the
water level may be lowered not less than 2 feet by opening the flood gates
and allowing them to remain open until the water has been lowered the
required two feet, this to be done at least every seven days. The use of
larvacides for mosquito control may be permitted by the Executive Com-
mittee of the State Board of Health in lieu of clearing underbrush and
undergrowth along any section of the shore line of any pond, mill pond,
fish pond, small lakes, its branches, small bays and indentations which
in the judgment of the Executive Committee of the State Board of Health,
is better adapted to the purpose but nothing in these Rules and Regula-
tions is to be construed as authorizing the cutting and clearing of under-
brush as an alternate to the use of larvacides for mosquitoes.
Sec. 3. When practicable the water level, from November 1st, to April
30, shall be held three feet above that level which is the normal high-
water level for the period from May 1st, to October 30.
Sec. 4. An open walk-way for the purpose of inspecting and oiling
shall be cleared and maintained along at least one bank of each creek,
branch and small bays from the property line to the end.
Sec. S. Reports under oath shall be furnished the State Board of
Health upon request, said report to be furnished within three days from
date of request.
Sec. 6. Failure to comply with the provisions of any section of these
Rules and Regulations, after notice thereof, and shall constitute according
to Section 2314, Vol. 3, Code of Laws of 1922, a misdemeanor, punishable
as provided in that section.
Approved and promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
ARTICLE NO. 12. JAILS AND OTHER PENAL INSTITUTIONS
(Filed, secretary state's office-September 29, 1937.)
Section 1. Ventilation. All jails and other penal institutions in South
Carolina must be properly ventilated. A minimum of 500 cubic feet of
air space must be provided for each prisoner for his sleeping room, and
proper provisions must be made so that this air be changed so as to pro-
vide 3,000 cubic feet per hour for each prisoner.
Sec. 2. Heat and Lighting. All jails and other penal institutions in
South Carolina must be properly heated and properly lighted.
Sec. 3. Floors, Walls and Bedding. The floors of each jail where
prisoners are confined, and each cell of the penitentiary, must be cleaned
daily. The walls must be kalsomined or whitewashed at least once an-
nually. Clean bedding must be furnished in jails and other penal institu-
tions in South Carolina.
Sec. 4. Water Closets. Proper water closets with adequate plumb-
ing must be provided in all jails and the penitentiary in incorporated
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